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lNVeatherbest FIXTURES 
by UNION 


This unique and attractive "Tee Pee”’ fixture* is another UNION 
original. The smoothly rounded frosted globe with solid brass 
trim highlights this exclusive pattern. It is designed for conven- 
tional vertical mounting or angular mounting to illuminate address 


#191 AL 


or door handle. 
11%" high—6%" wide—4%" projection. 
Recommended for 60W lamp. 
#191AL Textured Aluminum 
#£191BR Textured Brass 
#£191BK Glossy Black 


*Design Pat. 


#190 


Charming traditional lantern in a fresh new 
style. Grid design on frosted globe accent- 
vates glossy black finish. For mounting on 
3%" outlet box or switch box only. 
9" high - 6%" wide - 6" projection. 
Recommended for 60W lamp. 


#£192BR 
This high-styled, symmetrical, non-tra- 
ditional wasp-waist fixture is designed 
to emphasize the beauty of modern 
residential construction. Due to its sym- 
metrical design it is equally attractive 
mounted vertically or horizontally, as 
a bracket light or installed as a ceiling 
fixture. The beautiful frosted globe has 
radiating clear lines to accentuate its 
wasp-waist feature. 


#199AL 


Now, for the first time, Union's non-metallic fixtures 
offer a durable, simulated metallic finish which has 
excellent weathering properties. This ultra-modern 
fixture is designed to accentuate the style in present 
day residential building trends. The attractively de- 
signed frosted globe has radiating clear diagonal 
lines to accentuate its styling. 

9" high—5" wide—5” projection. 

Recommended for 60W lamp. 

#199AL Textured Aluminum 

#199BR Textured Brass 

#199BK Glossy Black 


9%" high—6%" wide—5” projection. 
Recommended for 60W lamp. 
#192AL Textured Aluminum 
#£192BR Textured Brass 
#192BK Glossy Black 


7) 


#192BR 


these stylish INSULATED, NON-STAINING 


and NON-CORROSIVE FIXTURES have unex- 
celled weathering properties. ‘Insulated’ means 
they are shock-proof. ‘Non-staining’ means they will 
not streak or stain the front of a freshly painted 
house. ‘Non-corrosive’ means that atmospheres 
laden with salt and chemicals will not rust or cor- 
rode or cause the fixture to deteriorate in any way. 
These features coupled with the stylish beauty of 
modern design make these fixtures a must for 
every home and yard. 

Available in Textured Aluminum or Brass for 
matching door trim. 


CEILING FIXTURE #160 


‘ Now, by popular demand, Union presents a modern classic in ceil- 
ing fixtures which adds a luxurious custom-built look to porches, 
NY a iy aye 


breezeways, entranceways and roof overhang lighting. The eye- 
, i 


catching frosted globe has contoured clear lines to accentuate the 
WSN 


smooth flowing curves of the glossy black fixture. A perfect com- 
panion piece to the wasp-waist bracket light number 192. 814"' sq. 
base - 10%"' overall - 4"' projection. Recommended for two 60W 
lamps. 


NEW #171 


Traditional black carriage lantern bracket 
with distinctive grid design on frosted 
globe gives ample soft light. A perfect 
match for the #190 lantern and #201 
Post light. Supplied with universal mounting 
strap. 10" high, 6" wide, 7" projection. 
Recommended for 60W lamp. 


and tor edlerior beaut Y 


the POST LANTERNS 
#200 


Glossy black Post Lantern—a smart blend of 
traditional and modern styling. Frosted 
“prismatic'’ globe provides soft diffused 
light. Protected from bugs, dust and moisture 
by gasketed base. All non-metallic construc- 
tion assures permanency. Base diameter - 3" 
to fit all standard posts. 14°’ diameter, 10” 
high. Recommended for 100W lamp. 
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PARKERSBURG, WEST VIRGINIA 


Board size - 4] 


high - 28" 
wide - 12%"' deep. 

Furnished with or without 
legs - with legs 68” high. 
Please specify when order- 


This attractive display of UNION‘S ceiling 


#201 


Trim, good looking Traditional Post Lantern 
to add a warm glow to your walk, drive- 
way, path, garden and patio. Distinctive 
grid design on frosted globe gives ample 
soft light. A perfect match to the #171 and 
3#£190 lanterns. Substantial molded non- 
metallic parts with a 3’ base diameter to 
fit standard posts. 12%" high, 8%"' tapered 
square. Takes 100W lamp. 


and lantern fixtures will be furnished on a 
no charge basis when requested and accom- 
panied by an order for a standard package 
of the following mounted, unwired fixtures: 
No.’s 160, 166, 168, 170, 171, 178, 180, 
190, 191, 192BR and 199AL. One board 
per distributor. Distributors may purchase addi- 


tional boards for contractors. 


NEW 166 


" Competitively priced glossy black ceiling 
fixture with ribbed clear glass globe—takes 
andard 31% globe. 456” dia.—534” 
high. Supplied with universal mounting 
strap. Recommended for 60W lamp. 


Nothing comparable on the market, this glossy 
black vapor tight ceiling fixture is bug proof, dust 
and vapor tight. The insulated base and frosted 
—! globe are threaded and gasketed. This fixture is 
a not vapor tight when mounted with the base down. 
4%" dia. - 6%" high. 
Recommended for 60W lamp. 


#£168-N-AL Textured Aluminum 


This textured aluminum ceiling fixture is ideal when used 
as a shower light because it is vapor tight. The frosted 


globe and base are threaded and gasketed. Not vapor — 
tight when mounted base down. 
4%" dia. - 5%" high. | 


Recommended for 60W lamp. 


168-N Glossy Black. » 
and BRACKET LIGHTS ee 


#178 \ wl 


coh as glossy black vapor A 
tight bracket light with threaded a j #£170 
d gasketed frosted globe. \ 
anes Jose tea sosted) globs c=! Ever popular, modern in design, this 


4%" dia. ~ 7%" high - ; 
oy - eae J a one piece, glossy black bracket light 
Recommended for 60W lamp. —_——— is ideal for illuminating addresses, 


doorways and other outside entrances. 
—— Attractive frosted globe. 

2 For mounting on 3%" outlet box 

or switch box only. 

55%" high - 4° wide - 5%"' pro- 

jection. 

Recommended for 60W lamp. 


NEW #180 


Handsome new and modern black wall 
bracket. Clear glass globe adds lustre. 
Base 4%'' diameter uses standard 3%" 
globe. 6%" high, 4%" wide, 4%" projec- 
tion. Supplied with universal mounting 
strap. Recommended for 60W lamp. 


#179 


Glossy black bracket light 
with standard clear, ringed 
3%" globe. 

4%" dia. - 7%" high - 

54" projection. 
Recommended for 60W lamp. 


UNION INSULATING CO. Parkersburg, West Virginia 


